fallen.  However, he conceded that he could not determine
whether this condition was observable before the roof fell.

Respondent's Safety Director, Mr. Remington, conducted
his own after-accident investigation of the scene.  Reming-
ton inspected the rock that fell on Steiner, as well as
each roof bolt recovered from the fall site.  He also took
measurements of the depth of each bolt hole that was left in
the roof following the accident.  Respondent's Exhibit No. 1
sets out the results of these measurements and depicts the
location of bolt holes in the fall area.

Remington's findings may be summarized as follows:

(!)  The rock that killed Steiner was shaped like an
elongated triangle or inverted "V" formed by the conver-
gence of two slips.

(2)   The base of the "triangle" of rock was approxi-
mately 6-8 feet long and the rock was approximately 13 feet
wide and 6 feet high from the base to the apex of the
"triangle."  Three bolts were almost entirely imbedded from
the base to the apex of the "triangle" along its width (i.e.
across the entry) protruding from 1 to 3 inches through the
apex into the solid rock above.  A fourth bolt went through
the tapered edge of the rock on its left end, anchoring
approximately 50 inches into the rock above.

(3)   Twenty-nine (29) roof bolts were recovered from
the fall site of which twenty-eight (28) had been installed
that day as opposed to the 1978 bolting.

(4)   The measurement of the holes left by bolts that
either came down during the roof fall or were removed dur-
ing the clean-up indicated that there had been 6-foot
bolts along the brow on the left side of the haulageway,
directly over the place where Steiner was at the time of
the accident.  Because no 6-foot bolts had been installed
during the 1978 bolting of the haulageway, these were newly
installed roof bolts.  Therefore/ his1conclusion'was that
the roof directly over Steiner at the time of the accident
had been bolted that same day with 6-foot bolts.

(5)   Roof coal adhered to the base of this rock so that
all that was visible from the entry was coal top and coal

ribs,

Apropos this last finding, whether the rock that fell
out on Steiner was located at the convergence of two slips
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